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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 02194 140922Z 

10 

ACTION NEA- 10 

INFO OCT-01 EB-07 ISO-OO /018W 

127880 

R 140730Z AUG 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO AMEMBASSY ATHENS 
SECSTATE WASHDC 4783 

UNCLAS ABU DHABI 2194 

ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BTIO TC 

SUB J : FOEIGN GOVERNMENT TENDER: TRANSMISSION 
LINES, TRANSFORMERS, SWITCHGEARS. H.V. AND L.V. 

DISTRIBUTION SYSTEM. 

REF: (A) ABU DHABI 802, (B) ABU DHABI 1505 

1. 520/0 1/T0033 

2. PI/12/76 

3. AMBARAKAT 

4. 520 UAE 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR ANONREFUNDABLE 
FEE OF DH. 2500.00 (1 DOL EQUAL 3.92 DH) IF PAID IN 
UAE OR 300 POUNDS STERLING IF PAID IN LONDON FROM: 

6B.NA 

6C. MIN OF ELECTRICITY & WATER 

PO. BOX 1672 DUBAI, UAE 

OR EMBASSY OF THE UAE, LONDON ENGLAND 

7. ELL/76-33 KV 

8. 10/24/76 AT 1700 HRS 
9.201 

10. 99182 01/0000; 99182 02/0000; 99182 03/0000 INVITATION 
TO TENDER READS AS FOLLOWS: 

UNCLASSIFIED 

UNCLASSIFIED 
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UNITED ARAB EMIRATES 
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MINISTRY OF ELECTRICITY AND WATER 
PO BOX NO. 1672 DUBAI 
ADVERTISEMENT 

THE MINISTRY OF ELECTRICITY AND WATER FOR THE UNITED 
ARAB EMIRATES INVITED TENDERS FOR THE 
FOLLOWING WORKS: 

"TENDER NO. El 1/76-33 KV PRIMARY DISTRIBUTION SYSTEM 
DEVELOPMENT FOR EAST AND WEST COAST AREAS OF THE 
NORTHERN EMIRATES OF UAE". 

THE WORK INCLUES SUPPLY AND INSTALLATION OF 33 KV 
TRANSMISSION LINES TRANSFORMERS SWITCHGEARS H.V. 

AND L.V. DISTRIBUTION SYSTEM ETC. AS SPECIFIED IN- 
CLUDING ALL NECESSARY CIVIL WORKS AND SHALL BE CARRIED 
OUT IN THE NORTHERN AREAS OF THE UAE. 

APPLICATIONS FOR TENDER DOCUMENTS SHOULD BE MADE 
DURING NORMAL OFFICE HOURS AT THE MINISTRY'S OFFICES 
IN DUBAI IN THE UAE OR AT THE UAE EMBSSY IN 
LONDON. ONLY FIRMS WHO HAVE HAD EXPERIENCE IN ENGINEERING 
SIMILIAR PROJECTS SHOULD APPLY. EACH TENDER FEE IS 
DIRHAMS 2 500/- IF COLLECTED IN UAE OR 300 POUNDS STERLING 
IF COLLECTED IN LONDON PAYABLE IN CASH ONLY AND IS 
NOT REFUNDABLE. THE TENDER DOCUMENTS WILL BE IN FOUR 
VOLUMES. VOLUME 1 (INSTRUCTIONS TO PERSONS TENDERING 
FORMS OF TENDER BONDS AGREEMENT GENERAL CONDITIONS 
OF THE CONTRACT SPECIFIC CONDITIONS OF THE THE CONTRACT 
DESCRIPTION OF PROJECT PRICE SUMMARY PROGRAMME 
SUMMARY) AND VOLUME 2 (EQUIPMENT AND CONSTRUCTION 
SPECIFICATIONS) WILL BE AVAILABLE FOR COLLECTION 
FROM 1ST AUGUST. 1976 TO ENABLE TENDERERS TO MAKE 
NECESSARY PREPARATION FOR COMPLETION OF THEIR TENDERS 
WITHIN THE TENDER PERIOD WHICH WILL NOT BE EXTENDED. 
VOLUME 3 (REQUIREMENTS FOR WESTERN AREA WITH SCHEDULES) 
AND VOLUME 4 (REQUIREMENTS FOR EASTERN AREA WITH 
SCHEDULES) WILL BE AVAILABLE FOR COLLECTION FROM 1ST 
SEPTEMBER, 1976. 

UNCLASSIFIED 

UNCLASSIFIED 
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THE TENDER DOCUMENTS SHALL BE AVAILABLE FOR SALE 
TILL 5TH OCTOBER, 1976. 

TENDERS MUST BE VALID FOR 90 DAYS. 

TENDERS MUST BE ACCOMPANIED BY A BID BOND IN THE FORM 
OF AN UNCONDITIONAL BANK GUARANTEE OF DH. 2,500 00/- 
(TWO MILLION FIVE HUNDRED THOUSAND DIRHAMS ONLY) 
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VALID FOR 120 DAYS. THE SUCCESSFUL TENDERER WILL BE 
EQUAL TO 10 PER CENT OF THE TOTAL CONTRACT SUM FOR 
THE PERIOD OF THE CONTRACT. THE TENDER DOCUMENTS 
MUST BE COMPLETE AND SUBMITTED IN QUADRUPLICATE. 

EACH COPY SHALL BE ENCLOSED IN A PLAIN ENVELOPE 
NOT BEARING ANY IDENTIFICATION OF THE TENDER AND 
MARKED ONLY ON THE OUTSIDE WITH THE TENDER NUMBER AND 
TITLE "33 KV PRIMARY DISTRIBUTION SYTEM" 

FOUR COPIES SHALL BE ADDRESSED AND DELIVERED TO: 

HIS EXCELLENCY THE CHAIRMAN 

THE PERMANENT COMMITTEE FOR PROJECTS 

MINISTRY OF PLANNING 

PO BOX: 2847 

ABU DHABI, UAE 

TENDERS MUST BE RECEIVED NOT LATER THAN 1700 HOURS 
ON 24TH OCTOBER, 1976. 

THE ADVERTISEMENT IS ACOMPLEMENTARY PART OF THE TENDER 
DOCUMENT. 

ABDULLA BIN HUMAID AL QASIMI 
MINISTER. 

10B. EQUIPMENT IS ASSOCIATED WITH INVITATION TO 
TENDER POWER PLANT AND POWER LINE ALREADY REPORTED 
REF A AND B. 

1 1 . TO FINANCED FROM UAE DEVELOPMENT BUDGET. 

STERNER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI02194 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76031 3-0303 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760853/aaaabudk.tel 

Line Count: 143 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 76 ABU DHABI 802, 76 ABU DHABI 1505 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 1 2 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <03 JAN 2005 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOEIGN GOVERNMENT TENDER: TRANSMISSION LINES, TRANSFORMERS, SWITCHGEARS, H.V. AND L.V. DISTRIBUTION SYSTEM. 
TAGS: BTIO, TC 
To: COM 
Type: TE 
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